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U.S. Highway 66 . . . Telephone #3^ 
AMBOY, CALIFORNIA 
Ceramic Tiled Showers . . . Air Cooled ... 40 Units 
Vented Panel Ray Heat . . . Cross Ventilation . . . 
Excellent Airport Adjoining ... Garage. 

Roy Crowl and "Buster" Burris, Owners & Operators. 
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Excellent Airport Adjoining 

U.S. HIGHWAY 66 ... Telephone #3 ... AMBOY, CALIF. 







